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Do  not  assume  content  reflects  current 
scientific  knowledge,  policies,  or  practices. 


T.  ^o.  4 JUljE, 

"NO  OTIE  XJAS  lEJUKED" 

BUT  SUCK  Mi  ACCirSKT 
MIGHT  E.\'7E  KILLED  T'.TO 

A superintendent  v/ri’ces  to  the  REA 
LIKEIEAI'I  saying  he  did  not  report  a cer- 
tain accide''t  "because  no  one  was  in- 
jured." The  superintendent  finally  told 
this  story: 

"It  was  raining,  and  we  had  a call  to 
check  on  outage,  I started  the  lineman 
and  helper  out  to  replace  some  fus-es. 
Before  they  started  out,  the  lincma:i  got 
hold  of  something  that  docs  not  mix  x.lth 
trucks  and  gasoline.  Instead  of  stopping 
where-  the  fuses  were  to  bo  replaced,  he 
went  on  about  cO  miles  to  arhoro  he  could 
get  more  drinics. 


"’Mien  he  got  about  25  miles  from  torm, 
he  slipped  off  the  paTcmcnt  and  turned 
the  truck  over.  UTicn  ho  got  enough 
passersby  to  tenon  the  truck  uprighu,  uho 
oil  had  ru:.  out  of  the  engine.  Ho  burned 
the  engine  so  bad  trying  to  get  back  on 
the  pavement  before  ho  put  mere  oil  in, 
that  wo  had  to  put  in  a new  engine." 

This  accident  should  have  been  fully 
reported  when  it  happened,  even  though 
no  one  was  hurt. 

Heedless  to  say,  tho  lineman  in  qUe^s-,;; 
tion  is  not  working  for  the  REA  system/'’/, 
any  more  • 


1941  '.Tashington,  D.  C. 

TEREE  PKOKE  LIKEMEU  KILLED 
AS  WIRE  G0?5ES  III  GORTACT  WITH 
POURR  SYSTSL:  hear  PElTSACCLil 

Throe  Timcrican  Telephone  S:  Telegraph 
linemen  w^crc  killed  rocc-ntly  near  pensa- 
ccln,  Florida,  'vfnen  the  phono  system  on 
which  tiicy  were  v/orking  came  in  contact 
with  a power  line.  The  dead  arc  Frank 
Brooks,  his  brother  J.  Brooks,  and  L.  R. 
lianno.h  a fourth  member  of  the  crow,  T.  C. 
Wilhoit  was  sitting  in  a truck  and  pr-ob- 
ably  would  have  been  electrocuted  had  it 
not  boon  for  tho  insulation  afforded  the 
truck  by  the  rubber  tires. 

Investigation  developed  that  in  string- 
ing tho  tclcphono  conductors,  one  of  the 
■nircG  caught  on  to  an  obstruction*  Ylhcn 
it  was  reloasod,  the  phone  v^rirc,  released 
from  tension,  snapped  up  into  the  hot 
wires  of  a 11,000  volt,  3-phaso  line  of  the 
■Gulf  Power  Compa^cy.  The  three  linemen 
were  tying  in  the  conductors  several  poles 
devin  tho  line  from  bhc  point  of  contact 
w'it’i  the  pov.'cr  v.-irus, 

C.  W.  Pah  ton,  super intondont  of  Flap  22 
Escembia,  in  reporting  the  accident  said 
that  "eheso  fatalities  apparently  could 
have  boon  a,voidod  if  tjic  ncc-essary  pre- 
cautions had  be-:;:!  taken* 

SAFETY  IHFORIbiTIOH  T OLDER 
ADOPTED  BY  GEORGIA  58  BUTTS 

E.  I.  Carruthers,  supt.  of  Georgia  58 
Butts,  reports  that  tlm  monthly  safety 
mootings  on  his  system  arc  a great  suc- 
cess. lie  WTites: 

"At  a recent  meeting  it  "was  suggested 
that  we  crccitc  a floating  ’ inf onr.ation 
folder’  on  safety.  This  folder  w'ill  be 
passed  around  from  one  employe  to  ajiothcr 
during  the  month." 

Carruthers  announces  that  there  were  no 
accidents  on  this  REA.  system  in  1940* 
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SAFETY  Ih  THE  HOME 

From  the  monthly  bulletin  of  la.  71 
Buchanan  is 'an  item  vdiich  states;  "Re- 
cently e.  v/oman  ssa-/  a primary  line  burn  it- 
self in  tvro.  After  touching,  the  line 
'real  easy  like  to  see  if  it  v/as  hot', 
the  woman  tied  a rope  to  the  line  so  she 
could  drag  it  off  the  lane." 

An  item  like  this  emphasizes,  marc  than 
anything  we  could  say,  the-  need  for  every 
co-op  to  make  its  members  safety  minded. 

DEATH— -AMD  A PI'KE  POLS 

A pike  pole  is  a dangerous  tool.  Lm- 
prop  rly  used,  it  can  cause  death. 

This  statement  is  made  plain  in  the 
doath  of  Frank  Dodson,  described  ol5j:. - 
vdiero  in  this  issue. 

Dodson  had  never  U3',;d  a pike  pole  before 
It  was  his  first  day  on  the  job.  The  polo 
fell,  indicating  that  otlr^r  members  of  the 
crow  Wore  inoxpor icncL'd,  too. 

Contractors  who  use  inoxocrionced  me  on 
dangerous  jobs  have  no  cart  in  the  R'SA 
scheme . 

GRIME  DOSS  HOT  PAY 

In  an  adjoining  col’jmn  is  o.n  article 
on"good  housekeeping"  Tfhich  empho-sizes 

that  "grime  docs 
not  pay." 

Thi s month  and 
every  month  is  a 
good  time  for  all 
co-ops  to  check  up 
on  their  trucks"-to 
' make  certain  thc.y 
arc  in  first  class 
condition.  Else- 
where  in  the  REA  LIHEEAH  is  a i'orm  ■'which 
makes  it  easy  to  check  co-op  trucks. 

Today  is  not  'too  soon  to  make  this 
chc  ck—  TIIOxiOUGHLY  I 

SALT  TABLETS  ELIMIHATE  HEAT  PROSTRATIOH 

Every  REA  sys’tem  should  have  a sup'ply. 
Salt  tablets  may  be  used  advantae’eousl'r, 


Housekeeping  is  the  art  or  practice  of 
liaving  a plccco  for  everything  a.nd  kcooing 
each  thing  in  its  place.  If  v:o  arc  effi- 
cioiit  in  our  respective  jobs  ice  arc  good 
housekeo-Dors  because  liousckcooing  is  a 


part  01  cacji.  job. 


Grime  does  not  nay. 


safety  equipment 
of  the  materia 
day?  Evorytliing 
and  you  noedn'o 
search  for 


You  expect  your  -irifc 
to  keep  her  work 
plc.ee  (your  hone) 
cl '..an.  How  do,;s  your 
truck  look?  Amcri- 
c:.ns  don't  fear  inc'a- 
sicn  so  it  isn't  ne- 
cessary that  it  blend 
wai t h th c 1 and s c ao c , 

A bright  tapper. I'ancc 
does  sonictliing  to 
G VO  ryon  e ' s m.o  r r 1 o . 

V7nat  do  you  carry 
in  the  truck?  The 
nccossitios,  of  course 
There's  a first  aid 
kit,  a fire  extinguish 
or,  fuses,  flares,  and 
flags,  chains  end 
tools,  material  .and 
line  i-'ork.  Hp’w  .much 
be  required  in  a 


1 or 
might 

else  ho.s  ta  specific  sp.ace 
call  in  the  bloodhounds  to 
certain  tool  or  oioco  of  cquin 


A maintcn.ar.ee  man  in  Georgia,  while 
lof.ding  motel's  ir  the  truck,  fell  c stride 
th...  onegatc.  probably  this  was  date  to  an 
improper  method  of  loading,  tut  it  i.s 
sal'or  to  i.'orlc  in  a.  clean  c.iid  orderly 
rlc.ee.  Good  housekeeping  h..bi'bs  free  the 
irdnd  for  concentration  on  the  i.'ork  at 
hc-nd . 

Grime  doesn't  pm/.  Clean  up. 


DON'T  THESE  CO-OPS  HNOM  A BARGE.IH? 


The  National  Safety  Council  has  ad- 
vised the  REA  IE  INEBDH'i  that  four  REA 
systems  have  been  dropped  bcccvuso  of 
n o n- p aymen t o f due;  s . 

the  National  Safety  Coudacil's  Scraalccs 
are  available  to  all  RE.R  Systems.  They 
can  got  out  qf  the  Safety  Council  just 
edn-at.  t-hey  ask  the  Council  'to  give 
tlaem  — and  no  re  i 


' (MAN)  POVffiR  LOSS 
T!iesc  Accidents  Vlcrc  Reported  To 
REA  Dn  r i Ap  r i 1 


INEXPERIENCED  EMPIX)TEE  OF  COrIT.Ri'.CTOR 
RILLED  OH  HIS  ^''IRST  D.E/  AT  ITORK 
HEEL  POLE  FALLS  ilJD  HITS  HIS  HEAD 


I 


DEAD 


pj..^y,]-  Dodson 


Enployod  by  Shcly  Construction  Co.  on 
linos  Ox  Hcntucky  40  Jessominc 
Jones  xi.  Snoi: 

Sipn  Conpany  onploye,  izillcd  on  lines 
of  Texas  33  Bryan 


Charles  Bowers 

Tractor  operator,  killed,  on  lines  of 
Ohio  68  Fulton 


DISIlBLED  j 

I 


REA  SYSTELI  EIIPLCYEB  I 

Ala.  33  St.  Clair — J.  Dawson,  hand  cut. 
Tom,  1 Meigs — C,  Crayon,  knee  v/ronched. 
Md.  7 Caroline — ’T.  A.  Boone,  linor.aii, 
lost  3 fingers,  burned  by  livcv.'iro, 

Jc.,  9 SGott--H,  llcCoy-toe  crushod, 

Ja.  56  Wright — D.  Scha.Gffoi'--oloctric 
shock,  loses  3 fingers, 
lYisc,  14  Oconto — L.  Sicbert,  hands  injure:, 
Minn.  10  G-  - Iton — J,  Lar.r.ii,  feet  frozen, 
Minn.  79  Big  Stone--/.,  Stein,  suffers 

2 fractured  yertebrao  v;hon  hit  by  pclc;. 
Minn.  25  McLcod--R,  .Miller,  hands  burned. 


One  contr''.ctor ' s caployc  vaas  killed 
and  nineteen  controcters  ’ ojiploycs  wore 
i.njureu  last  .r.ionth  v;hilo  v.'orking  on 
RLE.  sy  star  IS. 

Frank  Dodson,  a laborer  enployed 
by  the  Siiclby  Construction  Cov.-ioany 
■was  tho  i’  tiility.  He  :7aG  v;cr]:in  : with 
'a  crc\'/  on  the  lined  of  the  Blue  Grass 


Rural  Electric  Cooporf.tiyc  of  Hicholo.s- 
aillo,  Ky.  The  nan  was  setting  polos 

with  pikes. 


L p'olo  slipped 
arid  started  to 
fall.  Dodson, 
who  had  had  no 
provi-ous  exper- 
ience in  this 
kind  of  -^'crk, 
b 0 c raio  confused 
and  ran  iri  tho 


direction  in 


j3o  careful  with  tools,  j ''-hich  the  pole 
I 1/  rms  falling. 

Tho  pole  struck 

Dodson  in  tho  back  of  the  head.  Ho 
suffered  a broken  nock,  dying  alnost 
ixistartly.  It  was  his  first  ''.ay  at 
•^•wrk  with  tho  Shelby  fim. 

Of  'bhe  nineteen  other  accidonts, 

■b,  re  1 VO  we  r o ■/  i s ab  1 i ng  - - 't;  1 1 a t is  t ho  y 
caused  the  cnployc  to  lose  tine  fron 
work. 


live  wire. 

Mont,  19  Stillwratcr — R.  Dulloiity-back 
hurt . 

Mont.  19  Stillvmtcr--I''I.  Iiarkin--cye  hurt, 
CONTRACTORS'  EIIPL0Y.ES 

Elkhorn  Const.  Co,  (Okla.  22  Cotton) 

Eugene  Claiborne,  hand  injured  driving 
rod;  Janes  Appo'l;  blister  infected. 

Irving  11.  Snith  Co.  (Fla.  14  Clay) 

Fender  Carter,  f ractured  wrist . 

Walco  Eng.  & Const.  Co.,  Hayti,  Ilo, 

Calvin  Rippei,  nail  in  foot;  J.  C. 

Hemon s , cycb all  injured. 

'WaTinanakcr  B.  Wolls  (S.  G,  23  Williccas- 
burg)  Joffre  Hardee,  Eye  injured 
when, hit  by  linb;  3.  E,  Alexander, 
shoulder  hurt  when  hit  by  wire. 

Baylc  Const,  Co.  (S.  C.  29  Suiator)  L«  , 
Griffin,  fell  fron  pole,  injured  d’ 
legs.  ; . 


J:anos  Ryle  Appel,  onployc  of  tho 
Elkhorn  Construction  Conpany  of  '’..''alters, 
0]:1", . v.'as  off  work-  for  four  days  r.-hen 
a blister  on  his  foot  bo cane  infected, 
mother  onployc  of  tho  sa;.io  oonpany, 

Eugene  Claiborne,  s'uf fared  an  injured 
,a;.nd  tdailc  drivin.g  a grou!.id  rod. 

Fonder  Carter,  an  c:aployo  of  the  Ivy 
11.  Snith  Co.,  Gainesville,  Fla.  lost  six 
weeks  'bine  adicai  he  slipped  fron  a log  on 
■which  he  was  T;al]:in.g  and  suffered  a 
fractured  v;rist.  Other  divsalbl  in.g  ac- 
ci'dcnts  to  contractors’  onoloves  a'o'sacar 

it-  1.  .. 

in  the  adjoining  col'ann.  Also  accidonts 
to  enployoes  of  REA  cystens. 

Little  Electric  Co . (IX  C^  40  Brunsvnck  j” 

T.  P.  Hov/it'b,  injured  leg;  Henry  Hill, 
strained  stomach. 

.Ciuislc  & /mdre-ws  (Tex.  72  Lcjaar ) C,  T. 
'''''''Washington,  injured  ankle,  S.  A.  Bills, 
i'*  side  injured. 


SLOW  AND  CAUTIOUS 

i3  'i  ^ ; J . • J-i- U 

REA  Labor  Advisor 


Not  one  single  chance  should  be 
taken  vdth  live  electric  ■'/rlres  or  con- 
nections. The  force  v/hich  passes 
through  them,  is  too  mysterious  and. 
too  destructive  vhen  ignorantly  or 
carelessly  hendled,  for  anyone  to  for- 
get for  an  instant  that  he  is  in  the 
prosenco  of  a destroyer  that  is  quick 
on  the  trigger  and  may  raain  or  kill  if 
it  is  not  handled  v^ith  precision  and 
v/ith  utmost  care. 

This  warning  is  needed  for  the  ox- 
porionced  electrician  and  the  inexper- 
ienced farmer  as  well,  hut  it  is  par- 
ticularly necessary  for  those  who  are 
dealing  with  live  wires  for  the  first' 
time.  The  wiring  of  a house  or  barn  may 
seem  simple  to  one  who  does  not  think  of 
the  m.ystcrious  current  vhich  surges 
. through  it.  It  ms.y  seem  like  telephone 
wires  and  connections,  when  in  fact,  a 
single  mistake  may  causo  firos,  or  may 
kill  an  animal  or  a human  being. 

Consciousness  of  the  mysterious  and 
destructive  porters  of  electricity  and  the 
seriousness  of  the  dangers  when  it  gets 
out  of  bounds,  must  bocome  a part  of  the 
thinking  and  acting  of  every  man,  woman 
and  child  who  comes  near  live  wires. 

Eloctrical  vrorkers  should  tco.ch  people 
to  leave  live  v/ircs  alone  and  take  no 
chances.  It  seems  simple  to  climb  a pole 
and  fix  a cross  arwu,  but  any  inexper- 
. icnced  person  Ymo  docs  it,  flirts  v/ith 
death;  he  does  more  tho.n  flirt,  ho  pro- 
poses and  is  probably  mari-icd  to  death. 

Electrical  rmring  and  electrical 
connections  are  simple  in  themselves, 
but  v/hen  charged  with  the  mysterious 
force  of  clcctriffiity  they  are  no  longer 
simple;  they  bocome  the  most  complex 
instruments  for  creation  or  destruction. 

Grave  dangers  lurk  in  the  idea  that 
transmission  linos,  house  wiring  and 
connections  arc  simple.  It  i s bettor 
to  be  slow  and  cautious  than  to  be 
quick  and  dead  when  dealing  Y/ith  live 
Yviros  • 


2-HOUR  SEFETY  PERIOD 
"IS  ALL  TOO  SHORT"  SAYS 

LINEllAN  0?  WASH.  9 SAN  JUAN 


L.  A.  Ehmson  of  Ohio  55  Coshocton  and 
F.  H.  Cuckscy  of  Wash.  9 San  Juan  arc  among 
the  many  linoiiien  who  have  reported  that 
this  publication  is  playing  an  important 
part  in  their  training  programs. 

"STOP,  THINK,  LIVE  LONGER",  soys  Ehiascn, 
"has  been  adopted  as  the  slogan  of  his 
system. 

Cuckscy  reports  that  employes  on  his 
system  have  frequent  2-hour  safety 
•ocriod,  "which  vyg  find  all  too  short." 

One  reason  r/hy  Ehmson  and  other  Ohio 
linoinon  arc  so  s:..fGty  minded  is  that  REA 
systems  in  that  state  have  boon  put  in  a 
special  cabcegory  by  the  safety  compaig;  now 
being  sponsored  by  the  Industrial  Coimrk.  s- 
sion.  The  Commission  reports  to  the  REA 
IJ.lCIi/n  that  some  o.f  the  systems  liavc  not 
yet  sent  ulicir  accident  reports  to  the 
commission.  Those  v.iio  have  not,  arc  urged 
to  do  so. 


GIRL,  14,  TELLS  HOW  ELECTRICITY 
MAI'S S FOR  SAFETY  IN  THE  HOME 


Helen  Sdiger,  14,  'whose  parents  get 
current  from  the  Ark  Valley  co-op  of 
Sterling,  Kan.  is  safety' rainded.  She  won 
on  essay  co.ntcst  sponsored  by  the  REA 


system  in  T/hich  she 


"Electricity  helps 
accidents 
fore 
easily 
minute 
flaanc  might 
house  could 
arc  noYv  p 
Helen  ha 
tJYe  . slogan  " STOP 
‘liok'LS  s • 


saa  d; 

"Stair’ways  arc  sa.fcr 
ivith  better  light. 
Barns  arc  also  safer- 
for  novoK.'  laibv^;. 
when  wo  weul';  trip 
bn  'oitchfor^':  on 
s t uv.'.b  1 c c j VO  r s omc 
little  thing  that  was 
lying  in  front  of 
us."  She  added: 
us  to  pr event  mny 


Kcr  0 s one 

jould  bo  puslicd  over  by  accident  very 
'.nd  a fire  could  be  started  vathin  a 
Also,  when  filling  a gas  Isonp,  a 
roo-ch  the  go^Golinc  and  the 
be  destroyed.  Such  accidents 
revented  by  electricity," 

pledged  herself  to  popularize 
TT-ITTJI'r  T.Tlf,  TGNG-'R"  for 
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H0'¥  TO  BS'^LOF  A SAFETY  PYOGYiY'I 

. LeoYe'r'  ' 

Manager,  Illinois  21  Menard 

The  Safety  Prograni  sponsored  by  the 
Menarc.  Cooperative,  has  been  built  around 
a definite  objective  for  their  er.iployes 
and  nembers,  namely,  that  of  maintaining 
interest  in  all  phases  of  SAFETY  — as 
apolied  to  SAFETY  on  the  HIGH  LII-IE, 

SAPYITY  on  the  HIGHITAY  and  SAFETY  in 
the  HOME, 

Realizing  the  good  accomplislied  by  any 
orgaTiization  benefits  not  only  its  ovm 
members,  out  spreads  throughout  the  com- 
munity, the  mari.agement  of  the  cooper- 
ative recently  arranged  a meeting  of  all 
CoopersEtive  employees  for  the  purpose  of 
organizing  an  active  local  Safety  Coun- 
c?  1 i.mit  to  become  affiliated  vrith  the 

National  Safety  Council.  

Officers  vrcre  elec- 
ted, by-ia'.vs  adop- 
ted, and  an  appli- 
cation made  to  the 
National  Safety 
Couiicil  for  a char- 
ter, Granting  of 
this  charter  gave 
this  group  the 


FAR15ER  UNFASTENS  MIRES 
ON  FOIi:,  SUFFERS  SHOCK, 

MIGHT  HAVE  BEEN  IG  LLSD 

Cecil  Bryant  vas  annoyed  v/hen  he  found 
viros  tied  to  the  butt  of  c.  oclo  on  his 


x. 


a- 


I 


South  Carolina  fanri.  Tho  i-ircs  vrero  "cold" 
and  it  \rc.s  only  a temporary'  measure,  but 
Br^-m.nt  ’asd  plot/inr  to  do.  So  he  ujoi';:  scene c 


the  •'ir^.s  ohioh  \;ere  S'lnn 


FLATTERY  COHGlliVTUL  YES  BOY  SCOUT 
■AIO  SAYI;D  CYACOME  by  CY.S 


;ar 


The  story  of  how  Joiin  Cone;'’,  Sr.,  14~y 
old  boy  scout  son  ox  lineman  on  ill.  S9 
Fulton,  -s/dio  saved  the  life  of  a i;U’,n  overcome 
by  gas,  was  told  in  tii  Ma.y  issue  of  the  icEA 
LIKSiYY'^.  The  story  s '■  inprossed  Harry 
Slattery,  i^.dzoinis trat cr  of  REA,  that  he  ojroto 
pjic  xollcvring  letter  o young  Coney: 

"If  I had  a boy  of  --.y  ov.ni,  I would  'i/ant 
him  to  "be  prepared"  to  meet  omorgoncics,  as 
you  wore. 

"Your  first  aid  training,  which  in  this 
case  saved  tho  life  of  Goergo  Kiaigory,  re- 
flects groat  credit  "n  the  Scouts  ef 

/uncrica. " 

Coonoy  ’oas  present  Y udth  the  President’s 
modal  of  tho  Natioixal  Safety  Council, 


benefit  of  construe 
tivo  Safety  pro- 
grams developed  by 
tho  National  crgsji- 
ization,  to  guide 
them  in  arran,ging 
programs  of  their 
own  and  access  to 
tho  numerous  Safety 
Bulletins  distri- 
buted by  the  Nat- 
ional Safety 
CouT'.cil  • 

In  the  beginning,  the  yreokly  prcgr.ams 
were  divided  into  two  sections,  tho  first 
part  being  devoted  to  the  discussion  of 
timely  Safety  Subjects  previously  assigned 
to  several  inemfocrs  of  tho  unit:  the  re- 
mainder of  the  time  v/as  given  over  for  a 
course  in  First  Aid.  as  a result,  all  em- 
ployees of  the  Mcnard-Electric  Cooperative 
noyr  possess  both  Steoadard  and  Advanced 
First  Aid  Certificates. 

The  v'ritcr  \yishcs  to  emphasize  a thought 
expressodeby  D.  A.  Fleming,  REA  Sufety  i'i' 


rtoi'  , cn  suitable 
ho.rcwarc,  on  tops 
of  pcles,  load- 
ing for  s G VO  r a 1 
railos  to  the 
Bryant  farm, 

YJlion  tho  wires 
v/crc  unfastened, 
they  sagged, 
tcuching  tiec 
ground  cind  also 
the  6900  vole  line 
of  the  Carolina, 
Fewer  Y Light  Com- 
pany. A circuit 
from,  tho  power 
c emp  a.pa^  v ^ imo.r y 
vrire  to  tho  groiund 
■,xe.  3 th  u s e s t ab  - 
lished.  The  ab- 
normally 


high 


c ur r out , f 1 ot.1  ng 
this  circuit, 
po'.'.’-cr  company’s  prctcctivo  oil 
open, 


caused  th' 
circuit  breaker  to' 
the  line. 

After  ■'-uif  a stoning  'the  end 
Bryant  picked  them  up  to 


of  the  wires, 
tlxrow  them  out  of 
tho  field  a.nd  ixas  f,icn  said  to  have  roccive 
shock,  though  net  o.  serious  one.  It  is 
possible  he  received  tho  shock  v.iicn  the 
brc'cAer  re- do  sea.  He  well  might  have 
been  killed. 

Obviously,  the  farmer  should  not  have 
touched’ the  '.riros,  but  there  is  no  evidence 
that  tho  contractor,  H.  Horne,  Jr.  of 


rector  at  ono  of  thoir  Safety  Co.rrclTYictieSpP'-.  S.  0.  vrarnod  the  famor  n 
— •'  ■'•''Sd,' 


it  to  do 


mgs:  "Tho  one  word  THINE  if  observed 
would  save  many  lives  and  avoid  accidents,. 


o 


6 
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VIRGIl'IIA  CO“OP  DEVOTES  1ST  PAGE 
OF  ITS  MONTHLY  BULLETIN  TO  S..FETY, 
IIELIBERS  REP  OPT  TEE  IK  j-CCXDEETS 


TE}LiS  uigipajt  dsp:.rtmeut 

lUVITLS  REA  SYSTEM  LINEMEN 
TO  ATTEND  S..FETY  COURSES 


piM 

V 


The  Mecklenburg  Elect:’! c Co-op  devoted 
the  first  page  of  its  inoiithly  bulletin 
to  safety  and  prints  the  follov/ing  rules; 

1.  Keep  fires  imdcr  control. 

2.  Do  not  fly  kites  near  pov/or  linos. 

3.  Do  not  touch 
electric  sv.dtchcs 


thoi'i;  report tc oublc  to  yo’ur  Cooperative 


Chas.  LI.  Curfnan  of  the  Fanners  Eloctric 
Cooporativc  is  one  of  tho  most  safcty-mindoi 
of  Texas  suoorintendents . He  v'ritos; 

! "Ken  Hardy,  Field  Reprosentativo  of 
tho  Operations  Division,  recently  :'ict 
ivith  tho  seven  Supurintondonts  of  the 
Proiocts  that  c.rc  m.cmbcrs'of  M::'  Farmers 
Eloctric  Generating  Cooper ativ-';  lehilo 
v:o  Y^oro  c.ttonding  c Directors  I.Iccting 
in  Gilmer.  At  this  Meeting,  Hardy  asked 
;that  cac):  of  tho  Superintendents  formu- 
late a plc.n  and  set  up  a progrsja  '-rhereby 
there  T'O’uld  be  one  Safety  Meeting  hold 
on  the  Projects  each  vrcck. 

"Our  System,  has  for  some  tine  conducted 
such  ac'mUvity.  Se'ecral  months  ago  I 
lcr.rnod  that  the  Texas  State  IIighv;r,.y  Dc- 
''Co.rtm-.-nt  'v/as  ..vedne  to  cond'uct  v.  first  add 


office  at  once, 

6.  Drive  at  reasonable  speed  and  bo 
courteous  on  the  road, 

7.  Use  first  aid  on  all  cuts  or  soo 
a physician, 

8.  Do  not  get  in  deep  ;:ator  unless 
you  can  svdm. 

Just  as  PEA  insists  that  co-ops  report 
accidents  promptly,  so  the  Mocklcnburg 
co-op  insists  that  its  moefoers  report 
accidents  promptly  to  the  co-op. 


and  Safety  School  for  their  employees  at 
i their  local  :.'archou50,  I got  in  contact 
je.ith  eheir  Regional  Engineering  Director, 
[to  learn  if  could  Ii0.ve  our  linemen  at- 
! •to?ad  sciiool  proposing  to  bear  our  pro- 
Iportionatc  cost  of  cond-acting  it,  Me 
'verc  very  graciously  invited  to  send  such 


employees  as  v/o 
desire;.'  but  bhey 
declined  to  accept 
any  c ont r ibuti on 


DAK  Page  shocked  at  b.higuet 

IN  AMPLIFICATION  SYSTEM  ACCIDENT 

There  doesn't  appear  to  b^  anjrthing 
dangerous  in  a public  address  system, 
but — - 

A norm  tragedy  marked  the  omnual 
D.A.R.  banquet  in  Washington  recently 
Y/hen  Imilda  Buckingham,  a pi-ge,  v'-as 
knocked  unconscious  by  an  rdcctric 
shock,  A short  circuit  in  the  raaplifi- 
■'  cation  standards  v;as  believed  rospon- 
siblo.  The  accident  took  olaco  duninr 

■L  O 

the  E pccches  follov;ing  the  banquet. 

The  latter  po.rt  of  the  nrogro.m  mas 
called  off. 

, Miss  Buckingham  has  recovered, 

THANK  you: 

"THE  REA  LINEI'vLAN  fills  a real  need  in 
practical  suggestions  for  safe  operation 
by  co-op  personnel,"  says  a resolution, y 
adopted  hi?  a recent  meeting  of  ma:ia^‘rs-“ 
of  REA  systems  in  Virginia. 


to  the  cxocnscs, 

"The  school  pro- 
vided an  8 vfcc'As 
course  i.dth  attend- 
ance one  night  each 
Y.rcok  from  7 to 
9 p.m.  All  throe 
of  our  linenon 
Y:orc  in  attondanco  , 
throughout  the 
course  mad  as  a result  of  oxeminations, 
at  the  close  of  school,  uado  very  creditable 
grades  arid  '.'■cro  an''arded  Safety  Cortif icates » 
There  is  planned  another  such  course  to  be  . 
held  in  June;  this  being  an  advanced  course 
and  ny  brother,  Albert  Curfman  will  be 
tjio  instructor.  I have  arranged  for  our 


lA'.intcnam'.cc  'ocrsonncl  to  again  attend.  I 
't/ould  suggest  that  you  pass  information 
along  to  ttlicr  Texos  Projects  of  the 
availability  of  these  Safety  Schools  that 
they  too  nay  participo.tc  in  then." 


16  CAUSES  FOR  AUCIDEIITS 
OUTLIIJED  BY  EUGIUEER  AT 

i;eeting  on  iuaiio  lo  nl;z  pence 


TPGVCTOR  OPERilTOR  IN  OHIO, 

SIGN -IN stabler  IN  TE:JiS 
ICILLED  ON  liLA  FIIL.NCED  LUTES. 


"Y  ou  have  no  I’esponsibility  laore  im- 
portant  than  becoming  safety-ninded. " 

T.  L,  Davenport,  one  of  the  engineers 
for  the  *'B"  section  of  Idaho  10  Nez  Perce 
made  that  statement  at  a safety  meeting 
he  conducted  for  that  idr^A  systera.  Ee 
said  that  every  accident  is  caused  by 
one  or  more  tf  the  following  causes; 

l.  Work  beyond 
the  physical  or 

m, ental  ability  of 


the  injured. 

2.  Use  of.  improper 
tools  or  devices. 

3.  Lack  of  proper 
instructions . 

4.  LiCthod  pur- 
sued unsuito-blo 
for  the  Y/ork. 

5.  Failure  to  use 


A tractor  operator  in  Ohio  and  a sign- 
installer  in  Texas  v/orc  Icillod  during 
April  in  accidents  on  rLEA-financed  lines. 

The  former  v/as  Cliarles  Berers.  No  i.'as 
operating  a grader  Y/hich  v/as  used  to  move 
dirt  fi'om  a road  Oi,.ral doling  the  lines  of 
Ohio  53  Fulton.  The  grader,  toirod  by  a 
cr.aelcr-typo  tractor,  strucl;  a guy  '..'■ire. 
Th'^  tension,  resulting  from  the:  continued 
forvard  trav..l  of  the  grader,  brol'Jc  the 
40~foot  polo,  carring  the  "hot”  vires,  19 
feet  from  the  t;op.  Continued  foriro.rd 
tension  of  the  tractor  .and  grader  pulled 
the  phase  v/ire  dorm  until  it  struck  Bovors 
killing  him  instantly. 

In  the  Texas  accident,  a drug  s'lore  had 
ordered  an  electric  sign  from,  the  "D.ay  & 
Night  Si.gn  Co."  and  that  company  sent  over 
ti.'o  men  to  install  it.  They  come  over 


Kouserrives  should  protoCbiY:"e  CiCvrices. 
bo  carvful  too.  Violation  of 

rules  or  instruc- 
tions. 


7,  Lack  of  proper  inspection  or  de- 
fective equipment. 

8.  Contributory  negligcncy.  (Fault 
of  a third  party. ) 

9 .  Intempe  ranee . 

10.  Habitual  operation.  Lack  of  con- 
centration on  v.'ork  at  liand. 


11. 

Haste . 

12. 

Physical  condition  of 

injured. 

13. 

Poor  judgment  on  part 

of  injured 

14. 

Willfulness . 

15. 

Elem.ents,  such  a.s  van 

d,  acts  of  1 

etc . 

16. 

Horse  Play.  (practic 

al  jokes. ) 

Davenport  urgod  that  all  employes  of 
REA  systems  toko  the  Red  Cross  Fi'.  st  Aid 
Training  Course. 


ET£}]  110  VOLTS  CAN  KILL 

"TTatch  out  for  live  vdros,  particu- 
larly around  v/ator.  Even  110  -/olts  can 
kill." 

That  is  the  v/arning  issued  by  the 
United  States  Department  of  Labor  in 
a bulletin  headed  "The  Worker's  Safety 
and  Ho.tional  Defense,"  . , 


in  a truck  ''vith  oji  aerial  ladder  and  drove 
the  tmjck  dircctlp'  'under  the  lines  of 
Texas  33  Bryan.  They  evidently  intended 
to  use  the  .aerial  ladder  as  a hoist  to 
got  the  sign  on  their  cola  r/hich  mas  al- 
ready installed.  James  Sno’v  cralf-rcd  the 
Ladder  (a  t.Wl  ono  'vith  metal  stri'opi.ng  and 
sable)  -mitil  it  hit  the  b.igh  volte.gc  lines, 
kioYj-  mas  instantly  k.illcu.  liis  foreman, 

.:j.  11.  Barnes,  vas  k,nockcd  dovr.i  in  an  attempt 
no  loose  .Snov,'.  Several  spectators  then  hold 
Barnes  from  further  att^mets, 

DON'T  FORGET  SAFETY  BULLETIN  g'  7. 

REA  systems  v.dll  not  be  approved  for  en- 
ergization or  force  account  v.'ork  until 

they  have  com- 
pli.od.  v.lth  the 
provisions  of 
Safety  Bulletin 
No,  7,  Live  Line 
Abrlc. 

A chock  of 
safety  records 
shoxfs  that  most 
of  the  electric 
shock  accidents 
ire  reported  by-  those  ' systems  vrhich  have 
NOT  heeded  Srfety  Bulletin  No.  7. 

Approxi.matcly  12  p.c,  of  all  Pd3A  systems 
i.f'.r.esponsible  for  the  increase  in  compen- 
ins'urancc  rated  I 


8 


Department  of  Agriculture 

p_ — _ --  - . 

RURAL 

GENSRi’iL  INSPECTION 

For  Period  Endine 

ELECTRIFICATION 

OF  TLUCNS  nND  TOOLS 

ADMINISTRATION 

iu"D  SAFETi  REPORT 

it:um 

OK 

" DEFEC" 

Tiiw; 

REINiRKS 

REPAIRED  OR  REPLACED 

Blocks 

Hand  Lines 

Digging  Tools 

Hot  Sticks 

^Tfrenches 

Pliers 

^Rubber  Oinves 

Climbers 

Belts 

Safetys 

.T-Took  Straps 

Pikes 

Tree 

.Tr  immer  s 

Pole  Jack 

Trailer 

) 



, , ■ 

Trucks 

f— — ' ■ 

Lights 

Brakes 

» i 

ft 

Wind  Shield 

Win  ers 

Tires 

' 

First  Aid 

K'its 

Ladders 

— 

Fire  Ex- 

tinguishers 

^ 

Wo,  of  omployoGs  practicing  first 
aid  and  artificial  respiration 


I certify  that  the  above  information 
y i?  correct  as  near  o.s  possible. 


Uumber  of  accidents  in  previous  month  eh  mm  Line  Foroman 


